SPHINX 


Tracklight 
Luminaire with Symmetric 
Reflector 


ODC CHL 


Type: A wide application discharge tracklight series designed for the accent lighting. Luminaires could be removed, added or changed 
to different ones without disconnecting system from power network. 
Specification: Specular aluminium reflector. Tempered glass cover in aluminium frame. 


Die-cast aluminium housing grey powder coated. Protection degree IP20. 

Luminaire is plastic-wrapped and packed separately. 
Installation: Surface luminaire is designed to be fixed into tracks or at fixed points by removing track adaptor. 
Application: Indoor. Shops, department stores, public facilities, museums, etc. 


Overall dimensions (cut- 


Lamp (W) and holder out), mm Weight, kg Total wattage, W 
Sphinx 135 104 R24 HF 1x35 W(G 12) @120x165x100 1,3 43 
Sphinx 170 105 R24 HF 1x70 W(G 12) @120x165x100 1,5 78 


Options available on request: 

HF- High Frequency control gear 

R24- Reflector with 24° light beam angle (standard) 
FXP- Fixed point installation box 
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